Fire Committee:

Chairman: Jorman I. Koski, Communications
Supervisor, City of Fort Worth, Texas.
Vice-President, APCO

Sanford Smith, Municipal Engineer
Greensboro, North Carolina.

William Whiting, Director of
Communications, Kern County,
Bakersfield, California.
Past President, APCO, IMSA

Forestry-Conservation
Committee:

Chairman: Harold J. McGinnis, Communications

Engineer, Wisconsin Conservation Department,

Tomahawk.

Past President, FCCA

Fred Waters, Radio Engineer
Arkansas State Forestry Commission
Little Rock, Arkansas
Past President, FCCA

Highway Maintenance Chairman: Bernard Flood, Communications
Committee:                  Engineer, Arizona Highway Department,

Phoenix.

Robert W. Grafe, Radio Communications
Supervisor, Florida State Road Department,
Tallahassee

Willis M. Green, Radio Engineer
Michigan Department of Highways,
Lansing

APCO Operating
Procedure Committee:

Chairman: Pauline Dickson

Department of Public Safety
St. Albans, West Virginia

10ity of Indianapolis,
